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1. The Fiscal Year 1966 Stock Procurement Program has 
progressed as follows: 


Category 

General Stock 
R&D Services 
SPS, R&D Services 
Other 


Allotment 

6398-7851 

6179-4000 

6179-4300 

Y779-4129 


Funds Committed 
During June 


Category 25 ] 

Total To Date 


2. Major coirmunications equipment ordered during the month 
included the following: 


Battery Charger, BC/B-26. 

Modulator (Side Band Exciter) Gates SG-70 
Village Radios - HT-l's, HT-2's, etc. 
Test Set, Sigma 4514 
Amplifier, Tektronix > . 

Test Message Generator, Digitech 
Rhombic Antennas, w/Accessories 
Switchboard, TGC-24 


$ 17,500 
74,875 
50,000 
12,792 
12,100 
11,400 
47,378 
22,276 


3 Except for two requisitions which could not be processed 
due to* insufficient time for contract negotiation, all requisi- 
tions that were'beLg held by OL were -If s ^ f or procurement 
aof-inr, The two that could not be handled were for 1KAR luo 
SUSSl c£?l25 and the "tic -sage ^bering^yst - ^ 

p^SIrent^ndf ($1^875) had been «“ c ^ e ^i e f^ t “n Ce ie ed 

used^thest^funds^for'the procurement^of^SlS- ^receivers and an 

increased quantity of BP-12' s. . Additional teletype equipment 
was ordered and funds were obligated for 25 Collins 
amplifiers as a result of year-end funds made available by OC P. 
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